To:  Restivo,  Angela[Restivo.Angela@epa.gov] 

From:  Foster,  Nichole 

Sent:  Fri  8/14/2015  3:25:19  PM 

Subject:  RE:  Gold  King  Mine  list  of  staff  from  WQ  Division 


Thanks,  Angela!  I think  this  information  really  clears  up  who  is  working  where. 
Much  appreciated! 


From:  Restivo,  Angela 

Sent:  Friday,  August  14,  2015  10:19  AM 

To:  Foster,  Nichole 

Cc:  Atkins,  Blake;  Ngo,  Kim;  Fanning,  Cynthia;  Rauscher,  Jon;  Foster,  Althea;  Loesel, 
Matthew;  Knabel,  Jessica;  Webster,  Susan;  Garcia,  David;  Crossland,  Ronnie 
Subject:  Gold  King  Mine  list  of  staff  from  WQ  Division 


Friday 

REOC-Drinking  Water  Technical  Expertise/Liaison  with  NMED 
Angela  Restivo 
Kim  Ngo 

REOC-Environmental  Unit-Water  Quality  Technical  Expertise 
Miranda  Flodgkiss 
Robert  Cook 


In  Field-EOC  in  Farmington-for  water  support 
Mark  McCasland 
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In  Field-Farmington  Fair-  Part  of  Community  Involvement  as  part  of  normal  RSC 


Lisa  Pham 


Saturday 

REOC-Drinking  Water  Technical  Expertise/Liaison  with  NMED 
Angela  Restivo 
Kim  Ngo 

REOC-Environmental  Unit-Water  Quality  Technical  Expertise 
Laura  Hunt  0700-1300 
Forrest  John-1300-1900 

In  Field-EOC  in  Farmington-for  water  support 
Mark  McCasland 

In  Field-Farmington  Fair-Part  of  Community  Involvement  as  part  of  normal  RSC 
Lisa  Pham 

Sunday 

REOC-Drinking  Water  Technical  Expertise/Liaison  with  NMED 
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Angela  Restivo 


REOC-Environmental  Unit-Water  Quality  Technical  Expertise 
Robert  Cook 

In  Field-EOC  in  Farmington-for  water  support 
Mark  McCasland 

In  Field  Fair-Part  of  Community  Involvement  as  part  of  normal  RSC 
Lisa  Pham 

Angela  Restivo 
Compliance  Officer 
Drinking  Water  Section 
U.S.  EPA  Region  6 
1445  Ross  Ave  (6WQ-SD) 

Dallas, Texas  75202-2733 
phone:  214-665-7123 


4003575 


ED  000552G  00005084-00003 


